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ANNUAL REPORT 


. OF THE 


WEST VA. HOSPITAL FOR THE INSANE. 


E DECEMBER Ol, 1863. 


To His Excellency, A. I. Boreman, Governor of 


West Va: 


The undersigned, Board of Directors of the West Va. Hospital 


-for the Insane, at Weston, as required by law, herewith submit this, 


their report of the condition of the Hospital on the 31st day of De- 


cember, 1863: 


The Board of Directors of the West Va. Hospital for the Insane, 
being duly commissioned by His Excellency, Gov. F. H. Peirpoint, 
bearing date 23d day of August, 1861, held their first meeting in 


the town of Weston, August 30th, 1861; present 


, Elias Fisher, Min- 


ter Bailey, Robert Irvine, John P. Peterson, P. M. Hale, Henry 


Dougherty, E. M. Tunstill, N. B. Barnes and D 


. 8. Love, who, after 


having severally taken the oaths required by law, proceeded to or- 
ganize, whereupon, the following officers were unanimously elected: 
Minter Bailey, President, E. M. Tunstill, Clerk, George A. Jack- 


son, Treasurer, and D. M. Bailey, Auditor. We 


found, upon exam- 


ination of the books and papers of the old Board, that the balance 
of money unexpended by them, had been removed to Wheeling, 
and deposited in the M. & M. Bank of that place, by order of the 


restored government, at Wheeling. 


Amount of money taken to Wheeling, -- ----- $27,000 00 
Debts ordered to be paid at Wheeling, due 
from Old Board «0-cceo cs. cacetcu uae $ 2,371 23 
Our Treasurer received from Wheeling, ES 28,683 02 f 
Amount remaining in Treasury at Wheeling,- 945 75$27,000 00 
Amount merce by our Treasurer as above, $23,683 02 
“ for lime sold, , 550 
ts t t a powder avd. 
Tuso sold pease ot e il tesa 2 00 
Amount received by our Treasurer overpaid 2 
Gi GOpPel esses ieee a ee wee sana ee 97 94 
Amount received by our Treasurer from ap- — 
propriation 27th Jan’y, 1863,------ ee 40,000 00 
Total eirs ue oe $63,788 46 
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At date of ‘report made to Gov. F, H. Peir- 
point, 29th Nov. 1862, we had expended __$20, 354 99 
Amount expended from Nov. 29th, 1862, to 


Dept 16h; ia EE ses eed oe 16,832 47 $37,187 46 
Amount on hand Sept. Ist, 1863,- ---------- 26,601 00 
Am’t received Nov. 1868, on oil and lard re- 

TTE e Gos cee eee ones eS etic tes 98 76 
Am’t received Dec. 1863, for rent of pasture, 

lime Rosie e ads ai ots oo at 77 22 
Am’t of funds in Treasurer’s hands, from Sep. 

Ist, 1868, to Dec. 31st, 1863,.._..--__--_- $26,776 98 
Cash paid carpenters from Sept. Ist, 1863, to 

Dec: 313i T303 oseese a ceed $ 1,051 67 
Cash paid plasterers for same time, EAT 1,058 54 
Cash paid briekķ/masons, “ ‘f _---_---- 632 16 
Cash paid stone masons, “ ee hat 615 00 © 
Cash paid blacksmiths, “ E phate Atte 269 50 
Cash paid hauling rock, E H 2 Piesdigwiote 633 60 
Cash paid painters, et  gieeenees 80 00 
Cash paid laborers, j ern ee 4,454 85 
Cash paid stone cutters to middle Nov.,_---- 1,088 74 

$ 9,834 06 


Cash paid for heating fixtures, rock, ordinary 

lime, brick, glass, rock-powder, registers, 

mill- ‘shaft, boiler and fixtures, white lime, 

freights, plaster PARIS) Ci Wes pee 11,482 68 
Cash paid for outfit of one- storied buildings, 

- including hair matrasses, blankets, sheets, 

ticking, medicines, chairs, stationery, queens- 

ware, glassware, hardware, brushes, and va- 

rious other items, -----------------~- Geass 3,605, 66 


- $24,872 40 $26,776 98 
Cash on hand 8lst Dec. 1863,--------------- 1,904 58 26,776 98 
The following debts and contracts are to be paid out of the 
$1,904 58, which may take the balance of the funds. We have re- 
ceived no bills for several orders, viz: l 
Tocbe: paid Ior Cembil si eissoes aea pease $ 21 50 
A contract for forty walnut bedsteads,_--.--------------- 200 00 
A pump and fixtures to throw water in tank,------ż------- 
A tank, made of sheet iron, and fixtures,-...--_---------- 
Probable amount due heating MCUs ieee ease A 150 00 
An order for window guards and screens, ..------.-------- 
inorder for locks -QC Ooste eu phen he he G 
With the funds thus far expended, we have completed the one- 
storied buildings, with the exception of the flooring, which work 


8 
had to be suspended, owing to the mortar between the floors not 
being dry. The plank for the floors isof oak, 14 inches in thick- 
ness, nearly all of which is dressed and ready for laying down, as 
soon as the mortar will admit of it, which cannot be done until the 
heating apparatus is completed, which work is being prosecuted by 
the hands as vigorously as possible. The Board secured the servi- 
ces of John Sunderland, Esq., of Philadelphia, to heat and ventil- 
late the one-storied buildings. 

Mr. Sunderland has had great experience in heating and ventil- 
ating Hospitals for the Insane, having had charge of the heating 
and ventilating of different first class Hospitals in the United States, 
in all of which have been incorporated ali the more modern improve- 
ments in heating and ventilating. He also comes most favorably 
recommended by Dr. T. S. Kirkbride, Physician-in-Chief of the 
Pennsylvania Hospital for the Insane, at Philadelphia. In his let- 
ter to the Board upon this subject, he uses the following language: 
“T have no hesitation in expressing-my conviction that John Sun- 
derland, Esq., is peculiarly well fitted for the work now in progress 
in West Va., for the accommodation of the insane. He was the 
building superintendent of our new Hospital building, through 
the entire progress of the work, and is familiar with all parts 
of its structure, and of the various ‘fixtures and, arrangements. 
In the performance of these duties, he gave good satisfaction, and 
the character of the work is one of the best recommendations of his 
capacity.” i 

James R. Greeves, Esq., Chairman of the Building Committee, 
fully concurs in the above. We also received flattering recommen- 
dations Írom the following gentlemen, as to his qualifications for this 
character of work: Dr. John Curwen, of the “Pennsylvania State. 
Hospital,” at Harrisburg,” -Dr. H. A. Buttolph, of “New Jersey 
State Hospital,” at Trenton; also Dr. R. J. Patterson, of the “Iron 
Hospital for the Insane,” at Mt. Pleasant. 

The plastering is completed with the exception of fifteen siall 
rooms, and the side walls of two of the halls, which Baye only to bé 
white-coated. - 

The outside doors are hung. The inside doors are all ready to be 
hung so soon as the floors are laid. The boiler for heating the one- 
storied building, has to be set. The window guards have to: be 
placed in the windows, and the screens have to be hung to six win- 
dows. The hot-air chambers have to be cased up with brick, which 
work cannot be done till the steam pipes for heating are put in 
place; it will then require only the painting to have the one-storied 
buildings completed. 
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This portion of the Hospital is built of a superior article of stone. 
It fronts two hundred and twenty feet, running North and South, 
twenty-nine feet wide. The style of work in front, is of neatly cut 
stone. It-has three return wings, running East and West, each 120 
feet, two of which are 27 feet wide, the other 19 feet wide. The 

-rearand side walls of this portion of the building, are put up of the finest 
quality of Rubble work; the whole covered in with the best quali- 
ty of slate, upon which is erected three cupolas for ventilating this 
portion of the building. They are covered with tin. This portion 
of the building contains forty-seven rooms, two of which are to be 
used as water-closets and two for bath rooms, leaving forty-three 


rooms for patients and their necessary attendants. It has a main ` 


hall running North and South two hundred and ten feet, twelve 
feet wide. It has also two return halls, running East and West one 
hundred and twenty feet, ten feet wide. A gymnasium, running 
East and West 120 feet, fifteen feet wide. There are in this one- 
storied portion, 82 doors and 109 windows, including those in the 
basement. This portion of the Hospital is divided into two wards; 
and when occupied, will be used for both sexes. The original de- 
sign, however, was that these two wards could be occupied by one 
sex. The gas fixtures are completed in this portion of the Hospital. 

The Hospital buildings are being erected upon a fine tract of land, 
containing 276 acres, which has been paid for. The main South 
three-storied wing has a front face measure of 520 feet to the centre 
building, which is now ten feet five inches high in front from its 
base. It only requires one foot seven inches, to bring it to a level 
with the joists of the second story. It wants four feet six inchesin 
height, to bring it to a level with the window-sills of the second 
story. The rear walls and partition walls of the rooms and halls, 
are up to the joists of the second story. This first story of the main 
South wing, has fifty-eight rooms, sixty-five doors and seventy-five 
windows. The door and window frames are all in place. 

The Board deemed it inexpedient to prosecute the stone work of 
this wing after the middle of November last, as we were fearful the 
fands on hand would not justify it; so the work was suspended, and 
all of its walls are securely protected by plank coverings, from the 
frost. Seventy-five logs had to be cut, hauled and sawed, for this 
purpose. We found it necessary to build some out-buildings not 
contemplated when your Commissioners visited the Institution in 
September last; one of which was a kitchen and laundry, size forty- 
two feet long and twenty-two feet wide, one and one-half stories 
high, which is completed except the plastering. i 

A great deal of excavation had to be done to make room for the 
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kitchen, brick stack, boiler, boiler house, and engineer’s house. A 
main sewer, through which all the drainage from the main South 
wings has to pass, had to be built. It isin length-520 feet; the ex- 
eavation for which was from eight to ten feet in width, and from 
ten to thirteen feet in depth. The sewer is thirty-six inches from 
top to bottom in the clear, and thirty inchesin width, built of brick, 
laid in hydraulic cement, egg shaped, the smaller part being at the 
bottom, two rings of brick below and one on the top; beginning 
where the South one-storied buildings intersect the main South 
wing. Itis to receive various pipes from the main three-storied 
building. It passes under the kitchen, main ventilating stack and 
engine house, and is to be extended to Polk Creek, a small stream 
in its vicinity, into which it discharges. This sewer was a tedious 
and expensive job, as it should have been done during the summer, 
while the.weather was dry, it having been put off until the fall rains 
set in, thereby increasing the expense very considerably. 

A ventilating stack, material of brick, had to be built, forty feet 
in height, and four feet three inches square; thirty feet of which 
has been completed. This stack is used for carrying off the smoke, 
dust and ventilating water closets. 

A culvert had to be built for-the purpose of draining the cellars 
of the one-storied buildings, which required a large amount of ex- 
cavation. It is one hundred feet in length, round, two and a half 
feet in diameter, built of brick. 

A stone culvert has been built, three hundred and fifty feet in 

_length, twelve inches square, through which all the surface drain- 
age of the one-storied buildings and adjacent grounds isto pass. 


A brick culvert has been completed in the basement of the entire 
one-storied buildings, which is in length eleven hundred feet. 
Through this all the water that accumulates in the cellars, is car- 
ried to the main culvert above described. 

A large amount of work was necessary to be done to level and 
grade the grounds or yards, including the rubbish, all of which was 


` carted some distance. Alo, a large amount of labor had to be done 
in removing the rubbish and stone from the cellars. This was a 
* heavy job. 


An out-house has been built for the protection of the steam mill 
and planing machine. 

A plank fence twelve feet high, is nearly completed, enclosing 
the yards between the extreme western wings of the one-storied 
building. This was necessary to close up the yards and secure pa- 
tients from public gaze. 
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A coal mine has been opened, which is in good working order; oné 
thousand bushels of fine coal having already been raised. 

Twenty-six stone foundations have been built in the cellars, to 
support the hot-air chambers from which the flues lead to heat the 
building above. A great amount of other work has been done, that 
cannot well be described in our report. We have on hand the fol- 
lowing, all of which have been paid for, viz: 

Two yoke work cattle. 

One ox cart. 

A No.1 planing machine. 

A No. I portable steam saw mill. 

Three hundred and fifty thousand brick. 

Nand, supposed to be sufficient to complete the South three sto- 
ried building. 

A large quantity of lumber, stacked up. 

A large quantity of stone, a considerable portion of which is 
dressed. 

A blacksmith’s shop aia necessary tools. 

A steam boiler for heating building. 

A lot of tools, such as quarry teels, Be shovels, spades, crow- 
bars, &e. 

A few kegs natls. 

A few kegs white lead. 

A lot of oil, turpentine, &c. 

Not less than six thousand dollars worth of material and machinery 
remaining on hand, were paid for out of the last appropriation. ` 

The reasons why the one-storied buildings are not ready, is ow- 
mg to three causes, principally, first: too much work was laid out 
to be done with the means on hand. Secondly, too much money 
was expended on the main South three-storied wing. Lastly, the 
work, including the drainage of the cellars of the one-storied por- 
tion; placing the mortar between the floors, to prevent sound from 
passing; building the main sewer, through which all the drainage 
passes from the Hospital; erecting the main stack for ventilation, 
and the plastering, all of which work should have been done during 
the summer or early autumn, before the fall rains set in. Much of 
said work has been done at great trouble and expense, costing eon- 
siderably more than it would had it been done at the proper season 
of the year. 


The Board called the attention of superintendent John May, Esq., 
to this matter, and urged him as to the importance of completing 
that portion of the work; notwithstanding, it was put off from time 
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to time, until the weather became so cold and wet, that the most of 
said work had to be suspended for the time being. 

The material for outfit and furnishing the one-storied buildings, 
has cost much more than was estimated, owing to the advanced pri- 
ces of everything necessary, to complete the outfit. All this may - 
seem to be giving testimony against ourselves. We are free, how- 
ever, to admit, that building -Hospitals for the Insane, was a new 
business to us all; and we were disposed to place too much confi- 
dence in what we supposed our superintendent should have known, > 
until it was almost too late to remedy the error. In fact, we were 
not in possession of the proper information as to what was necessary 
to complete the work, until Mr. Sunderlan.l called our attention to 
many things very important and absolutely necessary, which should 
have been done earlier in the season. 

Since we have had charge of this work, two very considerable 
rebel raids have been made through our town and county. Gen. 
Jenkins took possession of our town on the 30th day of August, 
1862. Generals Jones and Imboden took possession of our town on 
the Ist day of May, 1863; the latter remaining here from Saturday 
until the next Wednesday following, subsisting their forces upon 
the country passed through. About the middle of October last, 
we were threatened with another raid from the direction of Bull- 
town. In their several raids, all our workmen were driven off, 
tools scattered and stolen, and much lumber burned, thus losing 
from one to three weeks each time, before we could collect our hands, 
supply lost tools, and sufficient confidence restored to prosecute the 
work again. On the second day of April, 1863, in order to keep 
our hands at work, we found it necessary to increase their per diem 
twenty-five per cent., as it- was important that the work should be 
prosecuted. At the same time, we also increased the pay of John 
May, Esq., our Superintendent, from eighty-five dollars to one 
hundred and twenty-five dollars per month. 

During the twenty-eight months that we have acted as managers 
of this Institution, we have paid two of our building committee fifty 
dollars each; (the third member refused to receive anything for his 
services;) and to our Clerk, the sum of fifty dollars has been paid. 

The Board of Directors, believing that the-one storied buildings 
would be completed and ready for patients early in January, 1864; 
and knowing, to make the necessary purehases and procure an out- 
fit necessary to open an Institution of this character, would require 
the services of some one who had previously spent some time in a 
similar Institution; and believing that no one, unless he had enjoy- 
ed these facilities, and acquired a-practical knowledge of the work- 
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ings of such an institution, could take hold of this trust without 
some doubts as to his capacity to discharge the duties. 

The Board knowing that J. A. Hall, M.-D., of our State having 
spent the last fourteen months in the Pennsyvania Hospital for the 
insane, where he enjoyed facilities for acquiring a practical knowl- 
edge of the workings of such an institution, in all its details, was, 
on the third day of October last, elected Medical Superintendent 
of this Hospital. | 

Dr. Hall comes most favorably recommended by Dr. T. 8. Kirk- 
bride, the physician-in-chief of said Hospital for the insane at Phil- 
adephia, which is oue of the largest and best regulated institutions 
of the kind in the United States; also, by Drs. Jones and Lee, assis- 
tants respectively in female and male departments of the same iusti- 
tution, in both of which Dr. Hall spent a portion of his time. 

The Dr. being notified of his appointment by order of the Board, 
he at once resigned his position in the Pennsylvania Hospital and 
returned to-Weston; since which time, his services have been most 
invaluable to the institution. As soon as we could make the neces- 
sary arrangements, we sent Dr. Hall to Wheeling and Philadelphia, 
to make the necessary purchases and out-fit for the one-storied 
buildings; which trust he discharged to our entire satisfaction; all 
of which services were rendered gratuitously. 

We are sorry to state, that on the morning of the 26th instant, a 
block house, used as a storage room for material, such as white lime, 
cement, quarry tools and ropes, took fire and was entirely consumed. 
That portion of it not thus occupied had been taken possession of 
by the military, and was being used as a guard house. It was in 
this portion of the building that the fire occurred. Fortunately, how- 
ever, a few days before the fire some of the most valuable articles in 
store, were removed to a more secure place. Some of the quarry 
tools, six barrels of cement, fifteen or twenty sacks of cement, of 
inferior quality, and some ropes were all that was lost. The quar- 
ry tools were all taken care of, after the fire, and can be used again, 
as can the cement that was in the barrels, as it is believed the fire 
did not injure it much. 

‘In thus closing a review and general management of the Hospital, 
since we have had the privilege of superintending its erection, 
there has been a heartfelt interest manifested by the Board of Direc- 
tors in trying to have it completed at as early a day as possible. 
All our humble abilities and best energies have been devoted tothe 
interests of the institution, without, at the same time, loseing sight 
of the interests of our infant State. A field has been opened for 
progress in the amelioration of the condition of the unfortunately 
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insane in West Virginia, many of whom dre at this time confined, 
as felons, in filthy prisons, or as paupers in poe HOUER for want of 
this charity. 

Those who are privileged to direct the furthre erection and man- 
agement of this institution, will surely find work enough to gratify 
their most ardent zeal in the cause of philanthropy, and we hope 
they will not fail to reap a success from their well directed efforts, 
amply sufficient to reward them for all their labor in this field of 
benevolence and charity. 

In all future time, may this institution have the protection of 
Divine Providence. 

We commend the institution and all its varied interests, to the 
sympathy and support of an enlightened and Christian community. 

Accompanying this report, will also, be found our Treasurer’s re- 
port, showing the condition of the finances. 

All of which, we most respectfully submit. 


Minter BAILEY, Pres’t. 
ELIAS FISHER, 
H. DAUGHERTY, 
JOHN P. PETERSON, 
J. WooFrvter, 

a. Epw. M. TUNSTILL. 


West Va. Hospital for the Insane, Weston, Dee. 21, 1868. 


Note.—J. Woofter, was commissioned to fill the vacancy occasion- 
ed by the resignation of Robert Irvine, Esq. The vacancy ocea- 
sioned by the Eeeaphicn of Dr. N. B. Barns, was not filled. 

Epw. M. TUNSTILL, Clerk for the Board. 
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“ ANNUAL STATEMENT, of Geo. A. Jackson, Treasurer of the West 


Virginia Hospital for the Insane, Dec’r 31st, 1863. 


Checks paid from Nov. 28th, 1863, to Jan. Ist, 1864,-_| $39,648 69 
Outstanding, to-wit: 


M. Me Donn Ol gic aie eo $ 11 s 
EEE AEE EE E AEE EEN 17 50, 
Thos. Bradbury, chia aes Baa ede E ace ncaa dl: 36 87) 
Bem r ritehard sausages aie ite 100 
Plas Pisher eset cece at eet ee Lee -- 23810 
W ri ©2001 5 sae ete Re Pe a ee a Ip es 6 56 
OUT MAY aes Cet ate Sener et, Cute et ae 82 00. 
Pay roll for the month of December, 1863,- -_-_- 764 90, 923 80 


Treasurer's commission allowed by Board on | 


$40,567 49 disbursed, at 4 per cent... c22cus ' 202 84 
Bal- cash on hand sie mete oes a oe 2s i 1,904 58 
[$42,674 91 
1863. |By bal.on hand as per statement of Nov. 28,]| 
Dae hee eee I ESEO E '$ 2,128 08 
i cash rec 'd of E. M. Tunstill, for lime sold,- 2 50 
March 28, “ “o tol” 
J. iene FF ae eo oe Oe eS arr 1 00 
© 1 © cash rec'd of E. M. Tunstill, for lime sold, | 200 
April 9,|  am’t deposited in M. & M. Bank, Wheeling, 
by State AUdItOt ee ee eet ease 10,000 00 
June 11,| “ am’t deposited in M. & M. Bank, Wheeling, 
py State Auditor easter ae te - 10,000 00 
July 2,! “© am’t deposited in M. & M. Bank, Wheeling, 
py babe Audi Or 2h casa eee 20,000 00 
Aug. 25,| “ cash returned by E. M. T., overpaid for] 
ESAO o PEN E E E E bactaes l 97 94 
Aug. 31,| “ cash rec’d of E. M. Tunstill,------------- li 2 00 
Oct. 10,“ “ “ of J. P. Peterson, ------------ l 60 
Nov. 7,“ “ “ of ELM. T. ret'd overpaid on 
© Oiled: (end nes. vane -ec ec leee aes ioe | 94 16 
“7, “ cash ree’d of E. M. T., returned overpaid!| 
w E A | ; 2 00 
“ 7,“ cash rec'd of E. M. T., returned by Dr. Jos, 
PDs TAO ata di Ua dicey sila | 267 46 
Dec. 31,) “ cash rec'd of E. M. T., for rent of pasture 
; field, lime &., sold, --.-----------.------- 54 92 
fe BL cash rec'd lime sold to Thos. Bradbury, to, 
| be ab’ted from his check reported here as, 
| nied E psoas eh erm S ee ! 22 30 
| ` = 
| $42,674 91 
Jan. 1, 63) Pakon Wand eee dea eee oa | $1, 904 58 


Commission charged on outstanding checks and pay roll, as they have been 
ordered to be paid by the directory, but no com. is charged on am’t disbursed 
to Treasurer for his commission. 


Respectfully submitted, G. A. JACKSON, Treas. 
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